ıı The Paddock Bed Breakfast 


Room count: 5 
Address : 38 Davis Street, FIQQ 1ZZStanley 
Geolocation: -57.854079,-51.695514 


2 The Waterfront Hotel 


Room count: 8 
Address : 36, Ross Road,FIQQ 1ZZStanley 
Geolocation: -57.8619934,-51.6917948 
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